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The University of Pennsylvania is an independent institution in the Ivy 
League, founded at Philadelphia in 1740 by Benjamin Franklin. Penn- 
sylvania was the first university in the country and is the birthplace of 
ENIAC the first electronic digital computer. The Amateur Radio Club 
was founded in 1924 using the call 3KZ, and now operates with the call 
W3ABT. 
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This confirms two way SSB AM FM (CW)RTTY TV contact on 
SATAY NVC at BOBS _UTC on the \A MHz bana. 
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